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8 0 JUN 1981 


MEMORANDUM FOR: 




Associate Deputy Director for Processing, ODP, DDA 


FROM: t | 

Chief, Administration Division, OTE 

SUBJECT: Building Requirements 


1. In response to your memorandum of 9 June 1981, the follow- 
ing information is forwarded for inclusion in your paper to the 
Building Planning Staff, OL. 

a) The Office of Training and Education should be 
included in planning for the move to the Langley compound. 

The Office of Logistics is near completion of a ten-year 
lease for OTE occupancy of the Chamber of Commerce 
Building. This lease will expire in the fall of 1990. 


b) Our es timate of Headquarters ceiling for 1987 is 


approximately | ] personnel. The growth areas 

would appear to be in the Information Science Center 


c) Headquarters machine support: 

Current 1985 1987 - 2000 


49 CRTs 

11 Slave Printers 
*i 1 PDP 11/45 
*1 OCR 
2 HETRA 
1 W/P 


+30 CRTs 
+ 9 S/P 
1 PDP 11/45 
1 OCR 

+1 Printer 
+ 9 W/P 


+8 CRTs 
+ 2 S/P 
1 PDP 11/45 
1 OCR 

+1 Printer 
+ 2 W/P 


d) Unique requirements for floor loading and power: 

The area housing the PDP and supporting devices 
would require an area 20 X 60 with an air handler (5 tons) 
and raised floor for underfloor air conditioning. 
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Subj ect : 


2 . 

any ques 


OP 
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Please communicate with me on extension 
tions regarding OTE ' s response. 


if 


there 


are 



